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PENTODE 


DESCRIPTION 


The GL-6136 is a miniature sharp cutoff pentode in mobile and aircraft applications. Features in- 
for use as a high-gain radio-frequency or inter- clude a high degree of mechanical strength and a 
mediate-frequency amplifier. The tube is specially  heater-cathode construction designed to withstand 
designed to assure dependable life and reliable  many-thousand cycles of intermittent operation. 
service under the exacting conditions encountered 


TECHNICAL INFORMATION 
GENERAL 


Electrical Data 
Cathode--Coated Unipotential 


Heater Voltage (А-с ог Б-с)............................................. 6.3 Volts 

Heater Current aeia n инк КУ Ete RR Wr Ара eer а Ла даа Ме 0.3 Ampere 

Direct Interelectrode Capacitances With Shield? Without Shield 
Grid— No. 1 to Plate, тахїтшп......................... 0.0035 0.0035 uuf 
Тар esa о ае ЫЫ Токыма Ары ED eS 6.5 6.0 uuf 
Output. esset а а КСЛСС Маа A .5.5 5.0 uuf 


Mechanical Data 
Mounting Position—Any 
Envelope— T-5 15 Glass 
Base —Miniature Button 7-Pin, Е7-1 TUBE 


GENERAL Э ELECTRIC 
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TECHNICAL INFORMATION (CONT'D) 


XIMUM RATINGS 


Electrical—Design Center Values 


ic) qd Uca METTE R тары акне бын pahashu a Ou аа АН ӘЛЕ a 
Suppressor Voltage. а куы? Балалы a КККК аст ақы b eer айы МӘГӘ ы ҚА 
Screen.Supply- Voltage; ў: ere equ eret eed aea e peer ОА U ane ps 
Screen: Voltage. «cere eme кыркына ыб nS алыр pure IRR NE UN RC A RUE AP 
Positive D-c Grid—No. 1 УоЮасе..............................................2...... 
Plate Dissipation. икин жагынын cr sx e dx glor eque ER IUS gu рш queria Vase tue rede 
Screen Dissipation; хех» eos o e DRE ық а Sa papa usun Vr ee YE aa na iro V RAE I eoe gr 
Heater-Cathode УоПҚаре.............................................................1 


Mechanical 


Peak Impact Acceleration in Any Пігесіоп........................................... 


CHARACTERISTICS AND TYPICAL OPERATION 


Class A, Amplifier 

Plate Voltage. u us oce X RS e IE Шур ACE y n S eios WE E aeq 
Suppressor УоЮаве4.................................................. 
Screen: Voltage: iiis ue geh ден а reb кара AA NU RA REA TRE CE iue 
Cathode Bias КЕБ l us mus ш» кшн е pA X URN X Re КПК RW Ry vs 
Plate Resistance, арргохипабе....................................... .. 
Transconductance... ilb 4d ss y ues UE SUR араа or e os OP e 
Plate Сйггеп& u а e кыныкты e ЛУЫ wer sebe КОР Pr EN s 
Screen Current cse oca ih es еле ed ade depre bte ee Aen dec 
Grid—No. 1 Voltage, approximate for Ij, = 10 Місгоатрегеѕ............. 
* With external shield No. 316 connected to pin 7. 

1 Pin 2 connected to pin 7 at socket. 


250 Volts 
0 Volt 
150 Volts 
68 Ohms 
1.0 Megohm 
5200 Micromhos 


10.6 Milliamperes 
4.3 Milliamperes 


—6.5 Volts 
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SCREEN CURRENT IN MILLIAMPERES 


AVERAGE PLATE CHARACTERISTICS k Kk kk x 


Е,= 6.3 VOLTS GL-6136 
SCREEN VOLTAGE = 150 VOLTS 
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6-52 (25M) 


N-15167AZ 


OUTLINE 
CL-6136 


3" 


2% 
МАХ, 
EE BUTTON 
BASE NO.E7-1 
BASING DIAGRAM 
PIN 1: GRID NO 


1 
PIN 2* GRID NO. 3 AND INTERNAL SHIELD 
PIN 3: HEATER 
PIN 4: HEATER 
PIN 5. PLATE 
PIN 6: GRID NO.2 (SCREEN) 
PIN 7: CATHODE 
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